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UNITED NEWS CO., 24 WEST JEFFERSON AVENUE, DETROIT 


General Motors Building, at West Grand 
Boulevard and Second, is the largest building 
of its kind in the world. It covers an area 
of 504x322 feet, is. 15 stories high and re- 
quires the services of 24 elevators. A fine 
restaurant, offices, display rooms and exclu- 
sive shops occupy the entire building. 


~ 
J 
t. 
ke 
° 
- 
«ft 
a. 
“ 
peo ] 
© 
tu 
a 
a 
ce 
at 
.S) 
- 
" 
°o 
She 
“wi 
= 
° 
e 
a 
°o 
| 
oO 
ad 
- 
4 
< 
ra 
& 
°o 
@ 
< 
& 
<= 
o 
e 
<x 
ba 
i 
kK 
am: 
=] 
3) 
ite) 
= 
= 
= 
ui 
© 


POS! CARD 


PLACE 
ONE CENT 


STAMP 
HERE 


